3U                  KEMOVAL OF HOUSE EEFUSE

(2)  There must be a door of convenient size, and means of
emptying should be provided without carrying the contents
through the house.

(3)  A good lid or a water-tight roof must cover it.

(4)  The floor should be three inches above the level of the
ground outside.

(5)  There must be no connection whatever with any drain.

(6)  The contents must be completely removed on each
occasion.

House-Flies

The house-fly is normally about a quarter of an inch in
length. The female fly is specially attracted by fermenting
horse-manure if freshly deposited, and by human excrement.
The eggs, which are glistening white objects about -^jth of
an inch in length, are laid in masses in warm moist animal
refuse if available, but may be found occasionally in vegetable
refuse*

In a day or so the eggs hatch out into small white maggots.
These feed on the refuse and grow rapidly, attaining a length

Fig. 146.   HOUSEFLY.